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UNITED STATES INTEL LIGEN CE BOARD 

MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 
SUBJECT : Review of NIS Program - -Interim Report 

REFERENCE : USIB -D-51. 1 /3, 29 January 1963 

- 1. A summary report of USIB members’ views regarding the 

Coordination Staff recommendations on the subject in paragraph 5 
of Tab A to the reference are contained in the attached memorandum 
which is forwarded for information. 

2. Attention is invited to the recommendation of the Executive 
Secretary in paragraph 3 therein which was approved by the Chairman, 
USIB, on 13 March. 

3, Pursuant thereto, unless otherwise requested by a Board member, 
the Coordination Staff will proceed with the development and coordination 
of further recommendations to USIB, in accordance with the procedure 
set forth in paragraph 3 of the attachment. 
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